To:  Webster,  Susan[webster.susan@epa.gov] 

From:  Loesel,  Matthew 

Sent:  Thur  8/13/2015  3:16:32  PM 

Subject:  FW:  Gold  King  Mine  - surface  water  summary 


Matt  Loesel 

R6  Planning  Section  Chief 
US  EPA- Region  6 
817-271-4586 


From:  Ruhl,  Christopher 

Sent:  Thursday,  August  13,  2015  10:14  AM 

To:  Smith,  Terry 

Cc:  Rauscher,  Jon;  McKean,  Deborah;  Crossland,  Ronnie;  Foster,  Althea;  Loesel,  Matthew; 
Wagner,  Christine;  Garcia,  David;  Cheatham,  Reggie;  Tulis,  Dana;  Dinan,  Janine;  Burgin, 
Deborah 

Subject:  Re:  Gold  King  Mine  - surface  water  summary 


Thanks  for  all  the  hard  work  this  morning.  We  would  like  the  approval  if  possible  by  1120 
eastern. 

Sent  from  my  iPhone 

On  Aug  13,  2015,  at  9:07  AM,  Smith,  Terry  <Smith.Terry@epa.gov>  wrote: 

HQ  folks.  Can  you  please  review  and  let  me  know  of  your  approval.  This 
statement  is  needed  for  Administrator  release  at  1 :20  pm  EST 


Regional  folks.  Please  let  me  know  if  the  time  is  still  correct  for  the  Administrator. 


From:  Rauscher,  Jon 

Sent:  Thursday,  August  1 3,  2015  1 1 :02  AM 

To:  McKean,  Deborah;  Ruhl,  Christopher;  Crossland,  Ronnie;  Foster,  Althea;  Loesel, 
Matthew;  Smith,  Terry;  Wagner,  Christine;  Garcia,  David 


4003047 


ED  000552F  00004326-00001 


Subject:  Gold  King  Mine  - surface  water  summary 


NMED  approved  for  this  statement  at  9:55  AM  per  David  Garcia. 


4003047 


ED  000552F  00004326-00002 


